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MEMORANDUM FOR: Director of Personnel 
SUBJECT: HR 5007--"'OC's Differentials and Allowances Act, !! 


1, In accordance with your request, I have analyzed the HR 5007 
submitted by Congressman Morrison on 25 February 1959. While I do 
not have a copy of HR 3257, submitted last year in the 85th Congress, a 
comparison of the present bill with the analysis made by Mr. John Warner 
and his committee last year shows the two bills to be identical. I concur 
in the comments of Mr. Warner's committee that this is a good bill and that 


we should indorse it to the Bureau of the Budget. 


2. I would like to point out what are apparently erroneous citations 
in the bill. 


A. On page 10 under section 3(11), line ll, there is a reference to 
section 4. A(l) d and e of the Central Intelligence Agency Act of 1949. 


B. There is a similar reference on page 16, line 6 where reference 
is made to section 4, A(4) of the 1949 Act. 


C. Section 333 of the Act again refers to section 4, A(4). 
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